DEPARTMENT OF THE AIR FORCE 
AIR FORCE RESERVE COMMAND 


17 March 2023 
MEMORANDUM FOR 439 CS/SCOK 
FROM: HQ AFRC/JA OL/JA WESTOVER ARB 


SUBJECT: Legal Review — Freedom of Information Act Request (2023-00123) 


1. Ihave reviewed the Freedom of Information Act (FOIA) request in which Mr. Jonathan 
Gerhardson seeks: 


“Any records of activities occurring between 1992 and present at Westover Air Reserve Base, 
Chicopee, MA pertaining to the use, storage, disposal, or accidental leakage of any paints, 
epoxies, thermoplastic coatings, or other protective surface applications which contain one or 
more of the following classes of additives: 

- lead chromate 

- lead oxide, 

- lead molybdate, 

- lead sulfate 

- lead tetraoxide 

- lead octoate 

- lead naphthenate 

- lead octanoate; 


Any records between 1992 and present of the application to any equipment, vehicles, 
infrastructure including roadway, landings strips, bridges, fences, etc, boats and aircraft 
occurring at Westover Air Reserve Base, Chicopee, MA; any paints, epoxies, thermoplastic 
coatings, or other protective surface applications which contain one or more of the following 
classes of additives: 

- lead chromate 

- lead oxide, 

- lead molybdate, 

- lead sulfate 

- lead tetraoxide 

- lead octoate 

- lead naphthenate 

- lead octanoate; 


Any records of activities occurring between 1992 and present at Westover Air Reserve Base 
(WARB), Chicopee, MA pertaining to the removal from: equipment, vehicles, infrastructure 


including roadways, landing strips, bridges, fences, etc., boats, and aircraft any paints, epoxies, 
thermoplastic coatings, or other protective surface applications which were known, were 
reasonable believed to, or should have been reasonably believed to contain any lead (pb) based 
additive; 


Any records of air quality tests for lead measured in ppm taken during or after above referenced 
surface coating removals between 1992 and present; 


Any reports pertaining to environmental lead levels on and around Westover Air Reserve Base, 
Chicopee, MA that are in custody of WARB; 


Any reports or records concerning the quantity in gallons of 100 LL, 100VLL, or any other 
aviation fuel containing lead additives at a quantity greater than 400 mg/gallon consumed by 
planes refueled at Westover Air Reserve Base, Chicopee MA for the years 2020 and 2021; 


Records relating to measured Blood Lead Levels of Westover Air Reserve Base Personnel- - be 
they enlisted, civilian, or contract employee—exceeding 0 micrograms per deciliter.” 


2. The Freedom of Information Act, 5 U.S.C. § 552, is the federal law that establishes the 
public’s right to request existing records from Federal government agencies. In this case, no 
records were located. We have reviewed the request and concur that no records were located 
and that a no records response is legally sufficient. 


3. If I may be of any further assistance, please call me at DSN 589-2201 or Commercial (413) 
557-2201. CLAWSON Digitally signed by 
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